REF ID:A39510 


Dit - 53 ; 6897 264 W 1 ) 

‘■ncJj^nToWJZ DEPARTMENT OF COMMENCE 
.ndD^M^dS^lne ' ' UNITED 8TATES PATENT OFFICE 
T dd/ WASHINGTON 

Please And below a communication from the EXAMf/f&t Ifc 
charge of this application / \ . — s. f~\ 


Bapar No. ^ 

AD communications maperl irtf 
application should give the aerial number 
date of flllqg, and namr of 
the applicant 


JOHH J. HOMiui £e 
CHARLES A. HOTiE 
C/0 The Chief of the 
Air Corps 
Munitions Bldg., 


CutMniastsnm of Paint?. Applicant W . p. Friedman 

N -ser.tm. 15.7*383^. 

\ Filed A Sg, 4.1937 

\ For ,C»Y-PO®QfiRAPHIC APPARATUS 


V 


SEP 13 1938 


iu accordance with the provisions of Order No. 230S, dated March 12, 1917, which mads in part as 
follows: 

******** 

Obvious informalities in tho application may be corrected by the examiner, but said 
correction must be in the form of an amendment, approved by the Principal Examiner 
in writing, placed in the file, and made a part of the record. The changes specified in 
the amendment will bo entered by tho clerk in the regular way. 

******** 

the changes, hereinafter specified, arc made by the examiner in the application above identified. 

Should those changes not be satisfactory to the applicant, appropriate, amendment may he proposed 
ruder tho provisions of Rule 7S, provided the specification lias not hem printod. 11 -mu 

The application has been amended 11 s follows: 

Claim 19 has been canceled* 


iiXAivlIRER, Div. 53 



